• One-hundred-forty beds, fireproof construc¬ 
tion, every modern convenience. Completely 
equipped to care for medical, surgical and 
obstetrical cases. Modernly equipped nursery. 
Complete x-ray and pathological laboratories 
and radium. A chartered school of nursing is 
conducted in connection with the hospital. 
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